CHAPTER V.
PLACES OF INTEREST.
I. The Beckwith Monument.
THE Beckwith Monument stands on a
commanding position at Mahabale-
shwar about 60 yards west to the Church.
It is 4,558 feet above- sea-level and is visible
from all the neighbouring hills. It is a
plain obelisk, ,about 30 fee* high, raised
in memory -of , HiV E. Lieut-General
Sir T. Sidney Beckwith, K.C.B., Comman-
der-in-Chief of the Bombay Army and
Provisional Governor of Bombay, who
succeeded Sir John Malcolm, the founder
of the Mahabaleshwar Sanitarium, on the
1st December A.D. 1830. Immediately after
the charge of Governorship was taken, Sir
Sidney Beckwith went to Mahabaleshwar
with his Private Secretary, Major Thomas
Powell, to recoup his health, but died there
suddenly on the I5th of January 1831,
at 12 A.M. His remains were buried here on
a higher summit of the hill amidst wild
scenery. After his death, the office of the
Governor was assumed by the Hon'ble John